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Fig. 35.—Same, front view of valve showing 10 teeth irregularly arranged 
as in battoides. SEM photo, 73X, courtesy R. O. Schuster. 
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Fig. 36.—S. rita spaldingi, g genitalia, Bee Springs, Kaibab Plateau, Coco- 
nino Co., Arizona, VI-30-52, leg. D. L. Bauer. Front view of valve cucullus, 
showing the aspect of the 14 teeth. SEM photo, 176X, courtesy R. O. 
Schuster. 
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Fig. 37.—Same, showing the upraised cristae in the inside of both valvae. 
SEM photo, 390X, courtesy R. O. Schuster. 


